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CEMENTATION OF IRON AND STEEL

of air under the desired pressure (35-40 cm. of water); in the drawing it is
seen that the air supply X is divided to supply the two jets of air spoken of.

FIG. 94.

The hydrocarbon oil, contained in the reservoir R, reaches the furnace F
through the tube 17.   The pump P serves to fill the reservoir R.